Message 


Ka 11 e K ra e m e 

Sent: 9,1X1 !1Q\1 4:01:55 PM 

To: Corbett, Kate (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Kate.Corbett]; 

Kristine 

Subject: Re: RE: 

whats up for the weekend? 


From: "Corbett, Kate (DPH)" <kate.corbett@state.ma.us> 

K ra e m e 

Sent: Friday, August 17, 2012 10:08 AM 
Subject: RE: RE: 

It's normal!! You will lose it stop worrying about how much you weigh..it's just a ## it means nothing 
-Original Message- 

[ m a i 11 o: 

Sent: Friday, August 17, 2012 9:00 AM 
To: Corbett, Kate (DPH) 

Cc: Katie Kraemer 
Subject: Re: RE: 

I am almost there!!!!! 


Sent from my iPhone 


On Aug 17, 2012, at 8:51 AM, "Corbett, Kate (DPH)" 


wrote: 


devin and kaylei 


From: Robinson, Kristine [mailto: 

Sent: Friday, August 17, 2012 8:2 
To: 'Katie Kraemer'; Corbett, Kate (DPH) 

Subject: RE: 

Sounds like fun.. 

Yeah...BRU could careless when 1 called..! was sooo annoyed with them...but you are right all the big stuff is gone so that 
is good 1 wont get dups of that.. 

Lets see..last night I went home and just sat and watched tv.oh I talked to courtneys friend and she said that she has 

too many people for right now...I was so annoyed because courtney basically said she was fine with everything..so 
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Courtney lied to me...and 1 was balling my eyes out beause now I don't have anywhere...but talked it over with 

joel..worse comes to worse I am going to ask diane to work on Sundays or something....i will go to peoples houses/they 

will come to mine..and whlel out on mat leave 1 will figure it all out..but 1 was so upset..and as I was balling kelley 

popped by with alex. 

So fun times.. 

Then 

Kristine Robinson 
857-218-3012 

P Please consider the environment before printing this e-mail 

**** Please note that I will be going out on maternity leave towards the end of September, and will not be returning to 
the office until January 2nd, 2013**** 

Kraemer 

Sent: Friday, August 17, 2012 7:53 AM 
To: Robinson, Kristine; Kate ( DPH) Corbett 
Subject: 

good morning ladies 

kris, i saw the stuff about the registry this morning - hopefully it updates for the most part and you wont get any 
duplicates. When I was on it the other day it looked like most of the big stuff was already off so at least you wont get 
duplicates of big items that you wil have to cart back to the store.;) 

my night was good, we went home and i put together mac and cheese and then put it in the fridge to cook later because 
we went to Derek's dad's for a bit. That place is insane - it's complete chaos w/ all the people that live there and then us 
there as guests and everyone screams to try to talk over eachother...it's insanity. 

Anyway, it was good to see the little ones. Baby Ryan was there and that was great because we see him the least. We 
should see him again though at Sharon's b-day party next weekend. Sharon is in the terrible 2's for sure. She was very 
bratty and crying at the drop of a hat. Julian was as cute as ever - Just chillin. 

Then we went home and cooked the mac and cheese and had a late dinner and i read my book a little. 

Derek is working til 6 tonight. Kind of a bummer because Chrissy is in the demolishin Derby at the Marshfield Fair tonight 
and 1 love to go see that. We will go down if he is in a late heat because Derek doesnt want to go and then not see him 
compete. I dont care if we miss him or not -1 just like to go and watch and eat the food!;) 
so we might go and we might not - we'll see. 
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